


November 1, 19/71 


MARIO BOMBA TA COMPLETA 
30 ANJA DI SERVICIO AWE 


Mario B. Bomba di Process-Fuels 
Division, ta celebrando su di 30 
aniversario di servicio awe. 


Masha Pabien! 


E. F. BRODERICK DI STANDARD OIL 
TA BISHITA LAGO AWE _ 


E. F. Broderick di Standard 011 
Company (N.J.) Logistics Depart- 
ment, ta bishitando Lago awe. E 
ta encarga cu e distrito di pro- 
teccion di ambiente di e departa- 
mento ey, y lo ta interesa den e 
hopi proyectonan y actividadnan 
cual Lago ta desaroyando den e 
distrito aki. 


CAMBIONAN DEN ORGANIZACION ANUNCIA 
DEN TECHNICAL DEPARTMENT 


Efectivo November 15, Donald F. 
MacLauchlan, division superinten- 
dent di Crude and Products Coordi- 
nation, lo transferi pa Imperial 

Oil Enterprises, Ltd. Derek M. 
Allen, kende lo yega Aruba mayan, lo 
reemplaza Sr. MacLauchlan. 


Efectivo tambe November 15, e divi- 
sion superintendent di Planning 

and Project Development, John W. 
Bolich, lo transferi pa. Creole 
Petroleum Corporation. : 


James R. Beissel lo reemplaza Sr. 
Bolich, y Sr. J. R. Garroli, en - 
cambio, lo bira division super-_ 

.intendent di Process Engineering. 
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LAGO’ TA PRESENTA TRES PELICULA 
NA TELE-ARUBA AWE NOCH] 


Di 6 pa 6:30 awe nochi, 
Lago lo presentd tres 
pelicula di e serie 
Horizon. Nan ta: “Para- 
chute Jumping," "Irazu" 
y ‘Ihe Puerto Rico To- 
bacco Marketing Cooper- 
ative. | 





ENGLISH LAB BEK DEN OPERACION — 


E English Language Laboratory den IR- 
Training Section a resumi operacion 
den Cuarto 250 di Administration 
Building. 


TURBO GENERATOR NO. 7 TA ABAO 


Ayera Turbo Generator No. 7 na Power- 
house No. 1 a ser bahd pa reparacion- 
nan planea den e commutador di e ar- 

madura excitador. E generator lo ta 

abao durante dos dia. 


ACCIDENTE DI TRAFICO TA EXIGI 
DI DIEZ-NUEBE VICTIMA 


Ariba Diasabra, 3'or di madruga, 
Salomon F. Gonzalez a muri den un 
accidente di trafico cerca di Boule- 
vard Servicenter. E victima di 28 
anja di edad ta e di diez-nuebe morto 
den trafico e anja aki. | 


REPORTAHE DI YOBIDA 


iE pluvimeter na Laboratorio a registra 
.960 duim di yobida siman pasa. -  , 
Durante un periodo similar anja pasa, 
.930 duim. di yobida a ser registra. 
Yobida durante October a alcanza 

1.990 duim, compara cu 2.730 duim na 
October 1970. | | : : 
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MARIO BOMBA COMPLETES 
30 YEARS OF SERVICE TODAY | 


Mario B. Bomba, Process-Fuels Divi- 
sion, is celebrating his thirtieth 
service anniversary today. 


Congratulations: 


E. F. BRODERICK OF STANDARD OIL 
VISITS LAGO TODAY 


E. F. Broderick from Standard Oil 
Company (N.J.) Logistics Depart- 
ment is visiting Lago today. 

He is in charge of the environmental 
protection area of that department, | 
and will be interested in the many 
projects and activities Lago is 
developing in this area. 


ORGANIZATION CHANGES ANNOUNCED 
IN TECHNICAL DEPARTMENT : 


Effective November 15, Donald F. 
MacLauchlan, division superintendent 
of Crude and Products Coordination, 
will transfer to Imperial 011 Enter- 
prises, Ltd.. Derek M. Allen, who 
will arrive in Aruba tomorrow, will 
replace Mr. MacLauchlan. 


Effective also November 15, the 
division superintendent of Planning 
and Project Development, John W. 
Bolich, will transfer to Creole 
Petroleum Corporation. | 


James R. Beissel will replace Mr. 
Bolich, and J. R. Carroll, in turn, 
will become division superintendent 
of Process Engineering. 


No: 209 


LAGO PRESENTS THREE FILMS 
ON TELE-ARUBA TONIGHT 


From 6 to 6:30 tonight, 
Lago will present three 
films of the Horizon. 
series. They are: 
"Parachute Jumping," 
"ITrazu" and "The Puerto 
Rico Tobacco Marketing 
Cooperative." 





ENGLISH LAB BACK IN OPERATION 


The English Language Laboratory of 
the IR-Training Section has resumed 
operation in Room 250 of the Adminis- 
tration Building. | 3 


NO. 7 TURBO GENERATOR DOWN | 


Yesterday the No. 7 Turbo Generator 
at Powerhouse No. 1 came down for 
planned repairs on the exciter 
armature commutator. The generator 
is expected to be down for two days. 


TRAFFIC ACCIDENT CLAIMS 
NINETEENTH VICTIM 


On Saturday, at 3 a.m., Salomon F. 
Gonzalez was killed in a traffic 
accident which occurred near the 
Boulevard Servicenter. 
victim is the nineteenth traffic death 
for this year. 


RAINFALL REPORT 


The pluviometer at the Laboratories 


_registered .960 inch of rainfall last 


week. During a similar period last 
year, .930 inch of rainfall was re- 
corded. 


in October 1970. 


The 28-year-old 


Rainfall for October measured. 
1.990 inches, compared with 2.730 inches 


